


QUALITY MANAGEMENT SYSTEM CERTIFICATE 


Registration No. 02115Q11563R3M 


This is to certify that the quality management system of 


Panasonic Appliances Air-conditioning and 
Refrigeration (Dalian) Co., Ltd. 


Organizational code: 60480245-0 
tion Address: No.117,118 Huaihe West Road (No.10 Songlan 


Registration/Office/Produc 
t Zone, Liaoning, P.R. China 


Street), Dalian Economic and Technology Developmen 
is in conformity with 


GB/T 19001-2008/ISO 9001:2008 


This certificate is valid for the following scope: 


The designs, production, manufacture, sales and after-sales service of 
environmental-friendly and comprehensive-energy cooling/heating equipments, 
ental protection machinery (the 


air-conditioning machinery and for related environm 
products which need license shall be according to the license). 


This certificate is valid from December 17, 2015 to December 16, 2018 
This certificate will invalid at the expiry date of GB/T1 9001-2008 (22nd September 2018) 


The scope which needs administrative permission shall be in accordance with valid license. 
In the case that the organization regularly receives surveillance assessments, the certificate shall be 

valid when used together with the Notice for Maintenance of Use of Certificates and Logos. 
ertificate can be queried on the official website of CNCA (www.cnca.gov.cn) 


Information about the c 










General Manager: 


Date of Issue: December 17, 2015 
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